Message 


From; Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/23/2010 4:42:25 PM 

To: Kevin Riordon [kevinr@dietzarch.com]; Roger Jarosz [rjarosz@ingledc.com] 

CC: Salem, Sharon (DPH) [Sharon.Salem@state.ma.us]; Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Pocsik 

Mark [mpocsik@facil.umass.edu] 

Subject: Door from reception into receiving 


Kevin and Roger, 

During design Sharon and Jim told me there needed to be a borrowed light in the door from reception into 
receiving. It did not make it into the CD's . My fault. This door is getting black board hardware. Can we 
please run the wire so a light can be installed? Either across the top and down or down the hinge side and 
across to the mortise. We do need the light and will have to buy a kit. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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